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SUBJECT: Chicom Request for 
REF: Warsaw 3744 

1. You should inform Chinese that you are prepared to 
meet with them at Chinese Embassy December 11 but at 

4 p.m. instead of 2 p.m. 

2. Further guidance on content of meeting and on press 
handling will follow septel. 
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